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MEMORANDUM FOR: Deputy Director for Intelligence 

Deputy Director for Science and Technology 

SUBJECT : EOI Guidance Committee 


Guidance Committee is hereby established with 
as Chairman. The purpose of this Committee 
is to foster continuing interchange of information and opinions 
bearing on the EOI design and operating options between the 
system manager and the users and processors of the EOI product. 

2. Please designate a member from each of the following 
offices: FMSAC, NPIC, OCI. OER, OSI, OSP, and OSR. 


The EOI 
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L. K. White 

Executive Director-Comptroller 
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